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CONFIDENTIAL 


ODP 83-1488 
20 October 1983 


MEMORANDUM FOR: Deputy Director for Administration 
FROM: 

Director of Data Processing 

SUBJECT: ODP Report for Week Ending 21 October 1983 
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1. Office Automation 


From the start of the Wang Labs contract, May 1982 
through 30 September 1983, the Agency has obligated $17,969,977 
for the following office automation equipment: 


personne 

Logistics 


From 3-5 October 1983 Office of Data Processing (ODP) 
11 el coordinated with the Offices of Security (OS), 


( QL ) . and 


guidance and 
support for a 


Communications (OC) in a site survey of OS's 

< The purpose of this survey was to provide 

assistance in the procurement, installation, and 
Wang Allicance system. 


2 . Defense Intelligence Agency (DIA) SAFE 
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25X1 


The schedule to move DIA SAFE computer equipment was 
finalized on 14 October 1983. The delivery of the equipment will 
begin on 1 February 1984. The end of the move will finish on 
10 April 1984 after moving the two SAFE-D production systems from 
the Northside Computer Center to Bolling Air Force Base. 

3 • Logistics Integrated Management System (LIMS) 

The final draft versions of the LIMS Definition 
Document, the LIMS Requirements Traceability Matrix, and four 
Interface Control Documents were delivered for Government review. 
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SUBJECT: ODP Report for Week Ending 21 October 1983 


4 . New Building 

Representatives of the Mitre Corporation have been 
interviewing various ODP personnel regarding the requirements for 
a communications architecture for the new Agency building. OC 
has contracted with Mitre Corporation to perform this work. 

5 . Significant Events During Coming Weeks 

None. . . 
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ODP 


(20 October 1983) 
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